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Detective B. D. LEWIS, polygraph operator, Dallas, 
Texas, Police Department,, ata t,94 that hs ran a polygraph of* 
BUEI^.UZSLDY HUZIZ?., and while as was running tho polygraph", 
ETUZIZ2 was shea a ut.it appeared to bo a fccao made brown, . 
heavy paper gust case. He stated that FSA2IZE said that it was 
possible* that this was tho case, but he did not think that it 
resembled it. Ho stated that the crinkly browa pap-ir sack that 
■08V AW had vti on ho res ’o to work with him that morning was* about; 
two foot long. (LEM 3 refers to the brown, heavy paper -gua case. 

LSV7IS refers to the paper in this Banner because of the fact that 
the Dallas Police Separtaent is of the opinion . the brown, heavy 
paper was used by OSWALD to carry the rifle into tho building 
where he was working. The paper referred to by LEWIS is not a 
gun case at all) . 

Detective LEWI53 stated that if this was not identical 
with tho sack that was turned over to the Bureau, it i3 possible 
that OSWALD may have thrown it away. The police have turned over 
everything that they have in tho Crime Laboratory to SA DRAIN. 
This has boon stated by Captain GEOROD BOUGHT!', Head of tho 
Crime Laboratory, Lieutenant GAEL DAD of tho Crime Laboratory, 
anil R. D. LEWIS, polygraph operator in tho Crime Laboratory. 

Tki. 1.3 individuals state that as l far as they know, the paper 

of tho type described by FBAZIER was not recovered ‘bjr the 
Police DopartEent. It is possible, but improbable, that it .was 
recovered by the Homicide Bureau. If so, they do not know 
anything about it in tho Crime Laboratory of the Dallas Police 
Department. 
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